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OfeR king report 

See uader Assassinations, House Select Committee, 2/2/77 ff 

There was aa angled leak first to UP1 which had it on the wire in tine for 

late-night or early-morning use 2/2, when 1 first heard ito 

Shis coincided with the vote @n temporary continuance of the House com«d.ttee 



